S0230B-005

Environmental Protection Agency: Office of the Assistant Administrator for
Administration

Com mil tee on Commerce, Science, and Transportation; Senate Commit-
tee on Environment and Public Works; House Appropriations Commit-
tee: HUD-Independent Agencies Subcommittee; Senate Appropriations
Committee:   HUD-Independent Agencies Subcommittee
Authority: Reorganization Plan 3 of 1970.
Availability: Agency

Purpose; TSSMS summarizes the time-sharing compuler expenditures
of all Agency offices. EPA project and system managers and staff of-
fices at tlie Deputy Assistant Administrator and Assistant Administrator
level use the system to monitor computer costs for their projects and
systems. Costs are reported by supplier, El'A organizational level, fi-
nancial program element, and computer project. This information is
summarized monthly. Notices of expenditures against ceilings are
prepared for all EPA suballowance bolder, Input: All major EPA
computer vendors supply accounting data on actual computer usage.
Output; Cost information is provided to each computer project user and
subal Iowa nee holders in hnrdcopy.

Agency Contact! Office of the Assistant Administrator for Administra-
tion. (919) 541-4013.

802308-006

Sample Pile Control (SFQ.   (SFCMXX).

OMB Funding Coda/Title: 68-0107-0-1-304 / Research nnd development
Program: Research and Development (All Programs)
Congrasslonal Relevance; Home Committee on Agriculture; Senate
Committee on Agriculture, Nutrition and Forestry; House Appropria-
tions  Committee:   HUD-Independent   Agencies  Subcommittee;  Senate
Appropriations Committee:   HUD-Independent Agencies Subcommittee
Authority: Clean Air Act Amendments of 1970 (P.L, 91-604). Federal
Water Pollution Control Act of 1972 (P.L. 92-500). Federal Environ-
mental Pesticide Control Act of 1972 (P.L, 92-516), Safe Drinking Wa-
ter Act (P.L. 93-523).
Availability: Agency; NTIS
Geographic Relevance: State; County; City

Purpose: The purpose is (o improve (he productivity and accuracy of
laboratory operalions in the Environ menial Protection Agency (EPA)
by developing laboratory automation systems. The laboratory automa-
tion systems were developed at EPA's Cincinnati Environmental Moni-
toring and Support Laboratory and al the Region V laboratories
through an interagency agreement with the Lawrence Livermore Labo-
ratory. Development was continued by EMSL-Cin, after the end of (lie
intersgeney agreement. Data from tlic lest instruments are analyzed by
minicomputers and converted into a format suitable for input into other
Agency systems, such as STORET. In addition, the computers "monitor
error drifts in the test equipment and make numeric or other adjust-
ments to insure more accurate test results. The minicomputers, which
are used for surveillance and analysis purposes, also maintain an audit
trail of samples to insure (hat data which were accumulated for eventual
courtroom use satisfy judicial "chain of evidence" requirements. Input:
Data generated by laboratory equipment are automatically transmitted
to minicomputers for conversion into formats suitable for furl her use.
Sample and project information is keyed in at sample receipt time.
Output: Output is a large series of laboratory test data values in
machine-readable format which can be, in turn, input to such EPA sys-
tems ns the Storage ond Retrieval of Water Data (STORET). Many
printed reports are also available.

Agency Contact: Office of the Assistant Administrator for Administra-
tion. (513) 6B4-7V69.

S023Q8-007

Library Management System (LIMS).   (LIBHXX).

OMB Funding Code/Title: 68-0200-0-1-304 / Salaries and expenses;
68-0107-0-1-304 / Research and development

Program: Management and Support; EPA Research and Development
(All Programs)

Congressional Relevance; House Committee on Agriculture; House
Committee on Energy and Commerce; House Committee on Public
Works and Transportation; Senate Committee on Agriculture, Nutrition
and Forestry; Senate Committee on Commerce, Science, and Transpor-
tation; House Appropriations Committee: HUD-Independent Agencies
Subcommittee; Senate Appropriations Committee: HUD-Independen!
Agencies Subcommittee

Authority: Resource Conservation  and   Recovery   Act  of 1976 (I'.L,
94-580). Clean Air Act Amendments of 1970 (I'.L. 91-604), Federal
Water Pollution Control Act of 1972 (P.L. 92-51X1). Economy Act of
1932 {P.L, 72-212).
Availability: Agency
Geographic Relevance: State; City

Purpose: The system provides the 28 EPA libraries will] u management
and retrieval system for tlieir hnrd-bound book, journal, EPA reports
and document collections. The system provides mi inventory record by
title, subject, and author of any hook held by any of tlie EPA libraries
and information on journal holdings of cooperating federal agencies,
Note: The LIMS is made up of four systems: (1) Hardbound Hook Sys-
tem, (2) Document Control System, (3) Journal Moldings System, and
(4>) EPA Reports System. Input: Data is comprised of information on
the holdings of EPA libraries and cooperating federal agencies. Out-
put: A monthly cumulative index on COM is produced of hardbound
books and documents. The Journal Holdings Report is produced annu-
ally in hardcopy. The EPA Reports Bibliography is produced quarterly
on COM and in hardcopy.

Agency Contact: Office of the Assistant Administrator for Administra-
tion. (202) 382-5929.

802308-008

Resources Management Information System (KMIfi).   (RMISXX).
OMB Funding Code/Title: 68-0200-0-1-304 / Sahiries and expenses
Program: Environmental Protection (All Programs)
Congressional Relevance: House Committee on  Energy and  Com-
merce; House Committee on Public Works and Transportation; House
Committee on Science and Technology; Senate Committee on Agricul-
ture,  Nutrition and Forestry; Senate Committee on Environment and
Public Works; House Appropriations Committee: HUD-Indcpendcnt A-
gencies Subcommittee; Senate Appropriations Committee:   HUD-Inde-
pendent Agencies Subcommittee

Authority: Reorganization Plan 3 of 1970. Energy Reorganization Act
of 1974 (P.L. 93-438). Air Pollution Control Act (P.L. 84-159). Water
Pollution Control Act (P.L. SO-845). Public Health Service Act (P.I,.
78-410). Solid Waste Disposal Act (P.L. 89-272). Federal Insecticide,
Fungicide and Uodenticide Act (P.L. 80-104). Toxic Substances Control
Act (P.L. 94--I69),
Availability: Agency

Purpose: The system supports the Agency's programming, budgeting,
and budget execution process by maintaining an automated Tile contain-
ing EPA's resource plans. The Office of Resources, Administration, and
Management, headquarters, regional planning offices, and the OMB lire
the primary users of RMIS. Data are organized Ity program-budget
structure, Allowance Holders, Appropriation Authorizations, jintl Na-
tional Program Managers. The current master file used by RMIS con-
tains about Ih200 records and 1ms up to 168 data dements per record,
Input: Data involve funding and manpower requirements by fiscal year,
program subelement, and appropriation authori/alion, RMIS also main-
tains archival files for multiple-year analysis. Output: Includes montlily
issuance of updated "Advices of Allowance" (documents wicli represent
the agency's internal mechanism of funds control). Standard computer
reports on available resources are included with the other issuance nml
distributed to nil allowance holders. In addition to specific outputs
designed to meet OMB, congressional, GAO, and internal EPA infor-
mation requests, a report generator subsystem (Budget Analysis Re-
source System-BARS) was also developed to meet on-going nd hoc
analytical reporting requirements during the agency's operating plan nnd
budget process,

Agency Contact: Office of the Assistant Administrator for Administra-
tion. (202) 382-3367.

Equal Employment Opportunity Commission

SO2400-006

Employer Information Report KEO-l,

OMB Funding Code/Title: 45-0100-0-1-751 / Salaries and expenses
Program: Legal Program; Enforcement and Affirmative Action; Devel-
opment nnd Planning
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